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CAUTION, ATTACH A SUITABLE LIFTING

DEVICE (4 PLACES) OF AT LEAST
3400 POUNDS CAPACITY TO REMOVE
POWER UNIT.

STEP 3,   DISCONNECT CLUTCH CONTROL
SHAFT.

STEP 4.   REMOVE POWER UNIT
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